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UNCLASSIFIED POSS DUPE 
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ACTION NEA-IO 

INFO OCT-OI ISO-00 EB-07 /0I8W 

112158 

R081234Z APR76 
FM AMEMBASSY NEW DELHI 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5196 
AMCONSUL BOMBAY 
AMCONSUL CALCUTTA 
AMCONSUL MADRAS 

UNCLAS NEW DELHI 5243 

E.O. 11652: N/A 
TAGS: BEXP IN 

SUBJECT: INVESTMENT OPPORTUNITY: CATALOG EXHIBIT ON 

SCIENTIFIC, INDUSTRIAL AND MEDICAL INSTRUMENTS, NEWDELHI 

REE: NEW DELHI 5165 

1. HARYANA MEDICAL INSTRUMENTS, LIMITED, BUNGALOW 51, 

SECTOR 28- A, CHANDIGARH, IS A NEW JOINT-SECTOR CORPORATION 
ESTABLISHED BY THE HARYANA STATE INDUSTRIAL DEVELOPMENT 
CORPORATION LIMITED (HSIDC), CHANDIGARH, TO UNDERTAKE 
PRODUCTION OF IMPLANTABLE PACEMAKERS, (THE REFERENCED 
TELEGRAM PROVIDES DETAILED INFORMATION ON HMI AND HSIDC). 

2. H.S. SIDHU, MANAGING DIRECTOR, HMI COULD NOT VISIT THE 
CATALOG EXHIBIT ON US SCIENTIFIC, INDUSTRIAL AND MEDICAL 
INSTRUMENTS HELD IN NEW DELHI, FEBRUARY 24-27, 1976. 
SUBSEQUENTLY, HE VISITED THE EMBASSY TO PERUSE CATALOGS 
OF MANUFACTURERS OF MEDICAL INSTRUMENTS. 

A COPY OP THE DIRECTORY OF CATALOG EXHIBIT PARTICIPATING US 
FIRMS WAS MADE AVAILABLE TO SIDHU. HE HAS INDICATED INTEREST 
IN SEEKING TECHNICAL COLLABORATIVE ARRANGEMENTS WITH 
THE FOLLOWING US COMPANIES: 

NAME OP US COMPANY PRODUCT INTEREST 

UNCLASSIFIED 

UNCLASSIFIED 
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1 . THE BURDICK CORP. HEART MONITORS 
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15 PLUMB STREET 
MILTON, WIS. 53563 

2. COLUMBUS INSTRUMENTS CARDIAC OUTPUT COMPUTERS 

950 N. HAGUE AVE. 

COLUMBUS, OHIO 43204 

3 . EDER INSTRUMENT CO. INC. ELECTROSURGICAL INSTRUMENTS 
5115 NO. RAVENSWOOD AVE. 

CHICAGO, ILL. 60640 
OR 

4. ELECTRO-MEDICAL SYSTEMS, INC. ELECTROSURGICAL INSTRUMENTS. 

PO BOX 17126 

DENVER, COLORADO 80127 
OR 

5. ERIGITRONICS OE CONN. INC. CRYOSURGERY EQUIPMENT 
770 RIVER ROAD 

SHELTON, CONN. 06484 
OR 

6. NEOMED, INC. ELECTROSURGICAL INSTRUMENTS 

5595 ARAPAHOE 

BOULDER, CO 80303 

3. INDIA IS A POTENTIALLY GOOD MARKET EOR ABOVE MENTIONED 
INSTRUMENTS/ EQUIPMENT. 

4. ACTION REQUESTED: MR. PETERSON, SPECIAL ACTIVITIES DIVISION, 
USDOC, IS REQUESTED TO PASS ON THE FOREGOING INEORMATION TO 

ALL OE THE ABOVE LISTED COMPANIES AND ADVISE THEM TO CORRESPOND 
WITH ANAND, K. SETHI, DIRECTOR, SMS ASSOCIATES PRIVATE LTD., 

DI/42 VASANT VIHAR, NEW DELHI 1 10057.SCHNEIDER 


UNCLASSIFIED 
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